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Sprinkling and Flushing Hydrants 


Hydrant Complete 


Operating Wrench 




C-15600 


C-15600—1" Supply— 
2" Supply— 

1'' Supply— 
2" Supply— 


1 " 

Each $ .65 


Hose Stop Repair 
Wrench 



C-15602 

1 " 2 " 

Each $1.35 $2.40 


2 1 

3' 

3'/ 2 ' 

£29.40 

$29.90 

£30.35 

77.10 

77.90 

78.70 

5 Vi’ 

6' 

6'/ 2 ' 

$32.20 

$32.70 

£33.15 

82.00 

82.80 

83.60 


Hose Spanner and 
Operating Wrench 



C-15603 

2 " 

Each $2.00 

Brass Inside Thread 
Hose Coupling and 
Nut 



Each $1.45 

$2.00 

4' 

4*/ 2 ' 

y 

$30.80 

£31.33 

$31.75 

79.55 

80.35 

81.15 

7' 

7>/ 2 ' 

8' 

$33.65 

£34.10 

$34.60 

84.45 

85.25 

86.10 


Pipe End Reamer 



C-15700 

Size J / 8 " to 3" 

Each £6.90 

Lot of 12 or more 6.55 




FULLY WARRANTED ^^nillllllllllllllllllllliniinnillliMiMiiiiiinii^ 
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Soil Pipe Calking Irons 



C-15710—Straight type with square point Each #1.80 

C-15720—Concave type with square point Each 2.06 

C-15730—Concave type with "in” point Each 2.06 

C-15740—Concave type with "out” point Each 2.06 


Thickness of point, inches 3/16 

Width of point, inches _ ___ 3/4 

Length of point, inches ..... 1-3/4 

Size of Octagon Steel, inches 5/8 

Approx, length, inches _...... 7-1/4 


Spring Type Yarning Iron 



C-15770 


Each #2.06 


Thickness of point, inches 1/8 

Width of point, inches ..... 1/2 

Length of point, inches 8-1/2 

Size Octagon Steel, inches 1/2 

Approx, length, inches ........ 14-1/2 

























































Chisels 

COLD 



Number 

Width of Point, inches 
Size Octagon Steel, inches 
Approx. Length, inches 

Each... 


C-15780 


1 

2 

3 

4 

5 

5/16 

3 /s 

7/16 

Vl 

9/16 

Vs 

5/16 

v» 

7/16 

Vi 

4Vl 

5^2 

5»/4 

6 

6 

#1.13 

#1.18 

#1.18 

#1.23 

#1.27 

6 

7 

8 

9 

10 

Vs 

J /4 

Vs 

1 

1 Vs 

9/16 

Vs 

V* 

7 /s 

1 

6Vi 

6 } / 4 

7'/2 

8 

8!4 

#1.33 

#1.42 

#1.53 

#1.77 

#1.96 


DIAMOND POINT 



C-15790 


Number 

i 

Width of Point, inches 

3/16 

Size Octagon Steel, inches 

l A 

Approx. Length, inches 

4'/ 2 

Each 

#1.13 


6 


13/32 


9/16 


6'/2 


#1.33 


7/32 

'/4 

11/32 

Vs 

5/16 

Vs 

7/16 

Vl 

5'/2 

5 j /4 

6 

6 

#1.18 

#1.18 

#1.23 

#1.27 

7 

8 

9 

10 

7/16 

Vi 

Vs 

13/16 

y* 

Vs 

Vs 

1 

6 j /4 

7 Vi 

8 

8 Vs 

#1.42 

#1.53 

#1.77 

#1.96 


HALF ROUND OR SHEEP NOSE 



C-15800 


Number 

1 

Width of Point, inches 

5/32 

Size Octagon Steel, inches 

Va 

Approx. Length, inches 

4 Vi 

Each. 

#1.13 


6 

5/16 
9/16 
6 Vi 

#1.33 


3/16 

7/32 

Va 

9/32 

5/16 

J /» 

7/16 

Vi 

5*/2 

5 } / 4 

6 

6 

#1.18 

#1.18 

#1.23 

#1.27 


7 

11/32 

Vs 

6 % 

$1.42 


DEPENDABLE SINCE 
















































Chisels 


CAPE 



C-15810 


Number 

Width of Point, inches 

i 

1/16 

2 

7/»2 

) 

l /4 

4 

9/12 

5 

5/16 

Size Octagon Steel, inches 

'/« 

5/16 

H 

7/16 

l /l 

c 

Approx. Length, inches 

Each 

4*/, 

$\M 

5'/j 

>1.18 

$1.18 

6 

$1.2) 

o 

$1.27 


6 7 

V, 1 i/32 

9/16 ’ii 

6'j 6‘4 

>i.» >i.42 


LEAD CUTTING 



Number 

1 

2 

Width of Point, inches 

IVi 

) 

Size Octagon Steel, inches 

K 

% 

Approximate Length, inches 

7 

7 

Each 

$ L04 

$).!4 



































Chisels and Calking Hammer 


PIPE CUTTING CHISEL 



C-15830 

Width of Cutting Edge, 1-7/16". 
Weight with Handle, 3 x /i lbs. 
Each #4.39 


DIAMOND POINT CHISEL 

C-15840 

Size of Point, 13/16" x 5/8". 
Weight with Handle, 3 Vi lbs. 
Each _ #4.39 


CALKING HAMMER 



C-15850 


Weight with Handle, 3 Vi lbs. 
Each #3.34 


DEPENDABLE SINCE 


FULLY WARRANTED 











































Mueller Products Are Made in Canada 



HEAD OFFICE and FACTORY 

_____ OF ■ 

MUELLER LIMITED 

SARNIA - CANADA 


Where High-Grade Bronze Plumbing Supplies 
are Produced by Canadian Workmen 












































